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BUCKSHIRE CORPORATION 

2025 RIDGE ROAD 
PERKASIE.PA 18944 


Customer ID: 710 
Certificate: 23-B-0002 

Site; 001 

BUCKSHIRE CORP. 

Inspection 

Type: ROUTINE INSPECTION 
Date: OCT-13-2005 


No non-compliances identified this inspection. 


Note: The rooms housing 221 quarantine animals were not entered during the inspection for bio-safety reasons. 
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